DAM:                                IV. 5. (v)

(d)  Various measurements    and
observations.

(i) Evaporation losses
(ii) Sweating below the dam
(Hi) Temperature measurements
(iv) Seepage and regeneration

(e)  Fisli culture

(/) Anti-malaria, measures

(5)  Eecreation facilities

(6)  Lessons to be learnt from the con-
struction and utilisation of the dam
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